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OcuoDer 29, 1971 


TO: Board of Directors of T.I.T.L. 

FROM: WilliaiTi L. Steele 

SUBJECT: Report for the ftionth of October, 1971. 

STAFF AND FACILITIES 

No personnel changes occured during the month. 
An ad is scheduled for the November 8, 1971 issue of 
C Si E News for the assistant . 

ACTIVITIES 

Testing of the tenth pick-up is still stalled 
until the FTC obtains the brands in short supply. They 
have run into snags but they should be resolved this week. 
Everything is ready to go here as soon as we can sample 
these last brands. In the interim we are carring on the 
last retest of the ninth pick-up. 

The FTC results for Che Kentucky Reference 
Cigarette and refrigerated and non-refrigerated Monitors 
are attached. Puff counts were not calculated and the 
standard deviations were not recorded before calculating 

the confidence interval. ,, , 
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William L. Steele 

NTS/ps 

The Board of Directors of T.I.T.L. 

Dr, V.liliam W. Bates 
>;r- Edward S. Harlow 
Dr. Ivor W. Hughes 
Dr. Murray Senkus 
Dr. Alexander Wh Spears 
Dr. Helmut Wakeham 
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